Approved For ^pase 2003/07/30 : CIA-RDP80R01 73^031 001 70025-7 m 

l 

i/ 


30 January 1$$Q 


v 


^T 


Your recent re-application for employaent with this 
'goncy has been given careful consideration. We have 
again reviewed every possibility of a suitable opening 
ana find there aas teen no change in the situation since 
our letter to you of 31 August Ipi# stating that we had 
no suitable vacancy to which you could be assigned. 

•Te will continue to keep your application on record 
foi* consideration should something suitable occur at any 
tc_ue in the future, Meanwhile we appreciate your con- 
tinued interest and regret that a more favorable reply 
cannot be made «t this tiiae. 

Sincerely, 


acting Executive" 


ccj Director 

Chief, Personnel Div. (w/file) 
Central Heco rds 
Exec chrono 

E:LTS/iiic (30 Jango) 





